To: 

Orourke, Rory 

From? 

Thompson, Beth A. 

Posted; 

1/5/98 10:22 

Opened: 

1/5/98 12:47 

Subject: 

EDWARDS - CID #4027-07-00 


DEAR RORY: 

PER OUR PHONE CONVERSATION, ATTACHED PLEASE FIND THE PLAN-O-GRAM FOR EDWARDS #192, 34-51 
48TH STREET, LONG ISLAND CITY, NY, SIS #797684. 

I AM SORRY FOR THE INCONVENIENCE, AND THE SHORT TURN AROUND TIME. PLEASE HAVE THE CARTON 
FIXTURE INSTALLED AND LOADED BY 1/6/98. 

THE MFD WILL NOT BE THERE FOR THE GRAND OPENING. 

I OWE YOU BIG RORY, THANK YOU. 

SINCERELY, 

CURT 

C. E. MOSER 
CEM/BAT 


Source: https://www.industrydocuments.ucsf.edu/docs/tklvOOOO 
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TRANSMISSION VERIFICATION REPORT 


TIME ; 01/05/1998 13:07 
NAME : RJ REYNOLDS 
FAX : 7324179076 
TEL : 7322253765 


DATE,TIME 

01/05 13:06 

FAX NO./NAME 

17187844612 

DURATION 

00:80:32 

PAGE(S) 

02 
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Source: https://www.industrydocuments.ucsf.edu/docs, 
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